MATCH LINE - FOR CONTINUATION SEE DRAWING E-16 
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NOTES 

1. FOR LEGEND AND GENERAL NOTES, SEE DRAWING E-1. 

2. FOR SINGLE UNE DIAGRAM, SEE DRAWINGS E-2 THRU £-4, 

3. FOR DEVICE WIRING AND INSTALLATION DETAILS, SEE DRAWINGS 
E-36 AND E-37. 

4. FOR TSC AND ATC TERMINATIONS, SEE DRAWINGS £-21 THRU E-35. 
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